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Between the poles of a permanent magnet of horse shoe or
some other equivalent shape is placed the coil C carrying the
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Fig. 84,   Moving Coil Instrument.

current to be measured (or a definite fraction of it).   The coil
is usually wound or, supported on a light copper framework